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Abstract. The entire dataset of the GRAN AT/SIGMA 
observations of Cyg X-l and 1E1740.7-2942 in 1990-1994 
was analyzed in order to search for correlations between 
primary observational characteristics of the hard X-ray 
(40-400 keV) emission - hard X-ray luminosity Lx , hard- 
ness of the spectrum (quantified in terms of the best-fit 
thermal bremsstrahlung temperature kT) and the rms of 
short-term flux variations. 

Two distinct modes of the kT vs. Lx dependence were 
found for both sources (Fig.l). At low luminosity - be- 
low the level corresponding approximately to the 71 state 
of Cyg X-l (Ling et al. 1987) - the kT increases as the 
Lx increases. Quantitatively it corresponds to increase of 
the temperature from 70 keV at « 0.5L 7l to 150 keV at 



GRANAT/SIGMA 



1.2L 7l . Above the luminosity level of « 1.2L 



7l the spec- 



trum hardness is nearly constant (T « 150 keV) and does 
not depend on the luminosity. 

In the case of Cyg X-l (1E1740. 7-2942 is not bright 
enough and is located in crowded Galactic Center region) 
the correlation of similar kind was found between the spec- 
trum hardness and rms of the short-term flux variations 
(Fig. 2). The increase of the kT, corresponding to the in- 
creasing branch on the kT vs. Lx diagram, is accompa- 
nied with increase of the rms from <, few percent level to 
~ 10 — 15%. Further increase of the rms is not accompa- 
nied with change of the kT and does not correlate with 
changes in the luminosity. 
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Fig. 1. The hardness of the spectrum versus hard X-ray lumi- 
nosity (40-200 keV) for Cyg X-l (upper panel) and 1E1740-294 
(lower panel). The luminosity for each bin was calculated us- 
ing corresponding best fit thermal bremsstrahlung spectrum. 
The broken constant best fit to Cyg X-l data is shown in both 
panels by the dashed lines. 



1. Observations 

In order to search for correlation between various charac- 
teristics of the hard X-ray emission from the source the 
original data were regrouped according to the source in- 
tensity in the following way. The entire range of the 40- 
150 keV flux variations was divided into number of bins of 



the same width. For each individual dataset the bin num- 
ber was determined according to its intensity. The mean 
energy and power density spectra corresponding to each 
intensity bin were calculated by averaging over all indi- 
vidual datasets with intensity falling into the given bin 
intensity range. 



For Cyg X-l 16 intensity bins were chosen covering 
the 1.9 to 6.9 cnt/sec/cm 2 x 1CP 2 (0.5-1.8 Crab) intensity 
range. The regrouping procedure was applied to the data 
of individual SI exposures (4-8 hours long - the highest 
time resolution providing both spectral and timing infor- 
mation) each exposure being treated as a separate dataset. 

In the case of 1E1740-294, having 5 to 20 times lower 
signal to noise ratio the data averaged over single observa- 
tions (comprised of 1-6 SI exposures with total duration 
of 4-34 hours) were treated as individual datasets to be re- 
grouped. The intensity range 0.3 to 5.6 cnt/sec/cm 2 x 10~ 3 
(80-1500 mCrab) was divided into 10 intensity bins. 

2. Spectral and timing analysis 

In order to quantify the hardness of the spectrum the 
optically-thin thermal bremsstrahlung model was chosen. 
Although likely having no direct physical relation to the 
origin of the hard X-ray emission from the source, it pro- 
vides a good approximation to the observed spectra and 
quantifies the spectral shape in terms of a single param- 
eter - the best-fit temperature. The relative error of the 
observed spectrum approximation by this model is less 
than 10% in the 40-300 keV energy range. The approach 
to timing analysis of the SIGMA data was described in 
Vikhlinin et al. (1994). 

3. Results 

The dependence of the best-fit bremsstrahlung temper- 
ature on the 40-200 keV luminosity for both sources is 
shown in Fig.l. The similarity in the behaviors of the two 
sources is apparent. Approximation of the points for Cyg 
X-l by a broken constant is shown by a dashed line. Sur- 
prisingly, the same curve describes very well the data for 
1E1740-294. 

The Fig. 2 shows a dependence of the best-fit 
bremsstrahlung temperature upon the rms of the short- 
term flux variations for Cyg X-l (the individual datasets 
were grouped in the same way as in Fig.l). 

It should be noted, that shown in Fig. 1 and 2 are 
parameters derived from averaged energy and power den- 
sity spectra for each intensity bin and the error bars are 
statistical only. The analysis of individual datasets, cor- 
responding to the given intensity bin reveals considerable 
dispersion of the best-fit parameters above the level of 
statistical fluctuations. This dispersion is of the order of 
~15% of the values of the best-fit temperature shown in 
Fig. 1. Therefore, dependencies, shown in Fig. 1 and 2 are 
not point-to-point correlations, but rather represent some 
averaged pattern of the behavior of the parameters. 

There are two major possibilities to explain observed 
behavior, the first one is that softening of the source spec- 
trum corresponds to the beginning of the transition to 
the soft spectral state known as a common feature of 
black hole candidates. It is known also that the rms of 
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Fig. 2. The best fit bremsstrahlung temperature plotted 
against the rms 2 of the flux variation for Cyg X-l. The open 
circles correspond to the source flux ^ the 71 state level, the 
solid circles - between the 71 and 72 levels, the starred - above 
the 72 level. 



the short-term flux variations is considerably smaller dur- 
ing soft spectral state which explains the pattern in Fig. 2. 
Note, that in this case the decrease of the hard X-ray lu- 
minosity does not reflect at all the behavior of the overall 
X-ray luminosity which is increasing. 

The second possibility is that the change of the spectral 
hardness reflects changes of conditions in the hard X-rays 
production site having no connection with transition to 
the soft spectral state. In this case pattern in Fig. 2 hints 
on close relation between the hardness of the emergent 
spectrum and level of the short-term flux variations. 
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